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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee SECOM-A-227 


7 May 1980 


AGENDA 
Two hundred and Thirtieth Meeting 
Wednesday, May 14, 1980, 10:00 a.m. 
Room 7D32, Langley Headquarters Building 


Preliminary Comments 


ITEM 
ITEM 


ITEM 


1 
Z 


Approval of minutes, SECOM-M-232 and 233 
Subcommittee and Working Group Reports 

Emergency destruction (discussion of 1 April 1980 
report by R&D Subcommittee and determination of 
further action) 

Physical Security Standards for APEX Control 
Facilities (discussion and decision on possible 
classification of new draft standards distributed 
at 2 April meeting) 

Old Business 

New Business 


Next meeting (11 June 1980 - Investigative Standards 
Report) 
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